[N] “But [Lev. 4:17] deals with the time that the priest is 
[tossing the blood seven times] in the various 
directions. [That verse has no bearing upon our 
question, because it deals with the quite separate matter 
of tossing the blood in various directions.]” 


[O] [Reverting to the dimensions specified above, A, 
and, further, referring to M. Kel. 17:10: R. Meir 
says, “All measurements of the Temple were 
according to the cubit of middle size” R. Judah 
says, “The standard of the cubit used for the 
building was six handbreadths, and for the 
utensils five handbreadths,’’] now the attempted 
proof poses no problems to the view of him who 
says that all measurements were in accord with the 
standard of six handbreadths to a cubit. [This 
applied throughout. ] 


[P] But in accord with him who said that the measure 
had five handbreadths to a cubit, would the ark then 
not have been seven and a half handbreadths [rather 
than nine]? [The scriptural dimension is a cubit and 
a half, hence, seven and a half handbreadths, not 
nine. ] 


[Q] R. Jacob bar Aha said, “[We deal with] a member 
of the house of R. Yannai and R. Simeon b. 
Yehosedeq. One party derives the measurement [of 
ten handbreadths from the ground as a domain] 
from the height of the ark [as above, E-F], and the 
other party derives the measurements from the 
height of a wagon. And we do not know who 
derived the measurement from the height of the ark 
and who derived it from the height of a wagon.” 


[R] Jt stands to reason that it is the member of the 
house of R. Yannai who derives the 
measurement from that of the ark, for the 
members of the household of R. [52a] Yannai 
said, “The ark was nine handbreadths in height 
and the mercy seat was one handbreadth in 
height.” 


[S] Then R. Simeon b. Yehosedegq derives the stated 
measurement from the wagon. 


